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657 February 26, 1915 

Sewers — Connections with. (Ord. May 25, 1914.) 

AnTiCLB 10. Section 1. Every building situate on any street in tlie city of Hunt- 
ington where there is a public sanitary sewer shall be connected with said sewer in 
accordance with the ordinance of the city governing such connections, so that all 
sewage from the premises shall empty into the sewer, provided that such building is 
used, or intended to be used, as a dwelling or in which persons are employed or in- 
tended to be employed, in any manufacture, trade, or business. It is hereby made 
the duty of each owner of any such building to cause the same to be connected with 
any public sewer already constructed, as herein provided, within 30 days after the 
passage of this ordinance, as herein provided, and hereafter within 30 days after a 
public sower is constructed and available for use; and it is hereby made unlawful for 
any person to occupy or use any such building, for any of the purposes above men- 
tioned, after the expiration of such 30 days unless the building is connected with the 
sewer, as herein provided. 

Sec. 2. It shall be the duty of the sanitary officer to notify in writing the owner or 
controller and the tenants or occupants of every building required by this section to 
be connected with the public sewer and to so connect such building; but a failure of 
the sanitary officer to give such notice shall in no case relieve any such owner, tenant, 
or occupant of the penalty prescribed in this article. 

Sec. 3. Any person who shall violate section 1 of this article or fail to comply with 
the requirements thereof shall, upon conviction, be fined not less than $10 nor more 
than $100 for each offense, and each day's continuance of such violation shall be 
deemed a separate offense. 

Privies and Cesspools— Construction and Location. (Ord. May 25, 1914.) 

Article 11. Section 1. In those parts of the city not provided with sewer and 
water main privy vaults shall be constructed, and the construction of privy vaults and 
cesspools will be permitted only on premises where water and sewer are not accessible. 

Sec 2. All privy vaults and dry wells shall be constructed In such manner as may 
be approved by the sanitary officer, and all vaults shall bo uncovered until inspected 
and approved by the sanitary officer or inspector. 

Sec. 3. No old vaults shall be connected with a sewer. 

Sec 4. Vaults now existing on premises abutting city sewer and provided with 
city water shall be cleaned to within at least 4 feet of the surface and filled with earth 
and ashes. 

Sec 5. All buildings" not connected with sev/ers used as residences and occupied 
by one family shall be provided with a privy. No privy shall be constructed within 
20 feet of any street except it be an alley, or within 3 feet of any party line, or v.'ithin 
10 feet of any window or door of a residence. 

Sec. 6. All buildings not connected with sewers used as tenement or apartment 
houses and occupied by more than one family shall be provided with one privy or a 
suitable separate division of the same for each family. All buildings not cosinected 
with sewer and used as lodging houses and all such buildings where persons work or 
are employed shall be provided with not less than one separate seat or convenience for 
each 15 persons employed or lodged in such building. 

Sec 7. Cesspools may be constructed only by permission of the sanitary officer, 
and must be cleaned on order of the sanitary officer at the expense of the owner, occu- 
pant, or controller of the property. 

Sec. 8. The term "sewer" as used in this ordinance shall bo construed to mean a 
sanitary sewer. 

Sec 9. A cesspool is defined to mean a privy vault intended to recover liquid wastes 
from a building where persons live or are employed. 

Sec 10. Any pei-son violating any part of this article shall, upon conviction, be 
fined not less than $10 nor more than $100, and each day's continuance of any such 
violation shall be a separate offense. 



